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ORIGIN NEA-10 

INFO OCT-01 ISO-OO AID-05 CIAE-00 COME-OO EB-07 FRB-03 

INR-07 NSAE-00 USIA-06 TRSE-00 XMB-02 OPIC-03 SP-02 

CIEP-01 LAB-04 SIL-01 OMB-01 NSC-05 SS-15 STR-04 

CEA-01 FEA-01 PA-01 PRS-01 /081 R 

DRAFTED BY NEA/ARP:PDMOLINEAUX:DW 
APPROVED BY NEA/ARP:FMDICKMAN 

107325 

R 192355Z JUN 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MUSCAT 

CONFIDENTIAL STATE 144874 

E.O. 11652: GDS 

TAGS: EFIN.MU 

SUBJECT: OMANI FINANCES: UBAF SYNDICATE 
REF: A) MUSCAT 663 B) MUSCAT 654 C) STATE 132189 

1. IN RECENT DAYS, REPRESENTATIVE OF MANUFACTURERS' 
HANOVER TRUST CO. IN NEW YORK CALLED DEPT., AND REPRESENTA- 
TIVE OF BANK OF AMERICA IN WASHINGTON VISITED DEPT. WITH 
INQUIRIES AS TO OMANI FINANCIAL SITUATION. BOTH BANKS HAVE 
BEEN INVITED BY UNION DES BANQUES ARABES ET FRANCAISES TO 
PARTICIPATE IN GENERAL PURPOSE ("BUDGET SUPPORT”) LOAN TO 
OMAN. BANK OF AMERICA REPRESENTATIVE SAID EXPLICITLY UBAF 
SEEKING PUT TOGETHER DOLS. 200 MILLION - REPEAT DOLS 200 
MILLION - LOAN TO OMAN. 

2. BOTH REPRESENTATIVES FRANKLY APPRISED OF SITUATION AS 
UNDERSTOOD IN DEPT. BOTH WERE INITIALLY FAVORABLY DIS- 
POSED TO PARTICIPATION, BUT APPEAR TO HAVE BEEN VISIBLY 
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DISCOURAGED. 
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